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Message Text 


UNCLASSIFIED 

PAGE 01 KINSHA 07654 140935Z 

22 

ACTION AF-08 

INFO OCT-01 ISO-OO EB-07 /016W 

100573 

R 140902Z SEP 76 
FM AMEMBASSY KINSHASA 
TO SECSTATE WASHDC 9555 
INFO USDOC WASHDC 

UNCLAS KINSHASA 7654 

E.O. 11652: N/A 
TAGS: BENC, CG 

SUBJECT: MAJOR PROJECT: HOSPITAL DEVELOPMENT 

REF: STATE 203097 

1 . WE HAVE NOT COMPLETED INVESTIGATION RE POSSIBLE GOZ HOSPITAL 
DEVELOPMENT BUT WE WISH TO PROVIDE FOLLOWING INTERIM REPORT. 

2. ACCORDING TO AN AMERICAN HEALTH CONSULTANT ASSIGNED TO GOZ 
HEALTH MINISTRY WHO WORKS CLOSELY WITH STATE COMMISSIONER OF 
HEALTH NGWETE AND OTHER TOP GOZ HEALTH OFFICIALS. GOZ HAS VERY LONG- 
RANGE PLANS FOR CONSTRUCTION OF NEW HOSPITALS IN MB AND AKA AND AT 
ANOTHER LOCATION SOMEWHERE IN THE KIVU REGION. IT IS NOT LIKELY, 
HOWEVER, THAT THE GOZ WILL BE MOVING AHEAD WITH THESE PROJECTS 
SINCE (A) DEVELOPMENT FUNDS OR OTHER FINANCING IS NOT AVAILABLE 

AND (B) GOZ DOES NOT HAVE THE PERSONNEL TO ADEQUATELY STAFF ITS 
EXISTING HOSPITALS. LOCAL USAID HEALTH PLANNERS BELIEVE THAT 
GOZ WILL FOCUS ITS LIMITED RESOURCES ON IMPROVING SERVICES OFFERED 
BY THE PRESENT PHYSICAL PLANT. 

3. WE ARE ATTEMPTING TO SCHEDULE AN APPOINTMENT WITH A HIGH LEVEL 
GOZ HEALTH OFFICIAL TO CONFIRM SUBSTANCE OF PARA 2 AND WILL 
ADVISE DEPT ASAP. 

CUTLER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976KINSHA07654 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760346-0263 
From: KINSHASA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760963/aaaacbzq.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 203097 
Review Action: RELEASED, APPROVED 
Review Authority: vandyklc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 MAR 2004 by MaustMC>; APPROVED <23 AUG 2004 by vandyklo 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: HOSPITAL DEVELOPMENT 
TAGS: BENC, CG 
To: STATE 
Type: TE 
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